August 16, 2013 


NOTICE 


To: All Takers of Contract Documents for Subject Project 

From: Fay, Spofford & Thorndike, LLC 

Subj ect: Town of Arlington, Massachusetts 

Board of Public Works - Bid No. 13-19 
Sewer and Drain Improvements 
Ottoson Middle School Area 


We are enclosing Addendum No. 1 to all who have taken out Contract Documents for the above- 
mentioned Contract. 

Please note that the Bid Opening date, time, and location has not changed. 

Please acknowledge receipt of this Addendum No. 1 by replying to the e-mail transmitting this 
document. 


FAY, SPOFFORD & THORNDIKE, LLC 
By 



Robert H. Letoumeau, P.E. 
Senior Principal Engineer 
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Arlington, Massachusetts 
Board of Public Works 

Bid No. 13-16 

Sewer and Drain Improvements 
Ottoson Middle School Area 


ADDENDUM NO. 1 

(To be attached to and made a part of the Contract Documents) 


SPECIFICATIONS 


SECTION 00100 - INSTRUCTIONS TO BIDDERS 

On page 00100-1, in paragraph 8, in the first line, delete “all Contract Documents Intact” and 
replace with “completed Sections 00339 - PROPOSAL and 00410 - BID BOND, with 
accompanying documentation”. 


SECTION 00339 - PROPOSAL 


On page 00339-3, in the Schedule of Prices, change the units for Item No. 7 Internal Point Repair 
CIPP Liner (18-inch Drain) from “L.F.” to “EACH”. 

(This change will bring the Schedule of Prices into agreement with paragraph 2.04 A. of Section 
01025- MEASUREMENT AND PAYMENT.) 


FAY, SPOFFORD & THORNDIKE, LLC 
By 



Robert H. Letoumeau, P.E. 
Senior Principal Engineer 
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